


BORING JIGS 
with Knob Aligner 


Boring Jig 


FOR EASY APPLICATION 


The Sargent Boring Jig No.W4100 
is a handy and useful Jig ir 
exact boring ofall holes fot 
the Sargent line of Bored—ir 


LOCKSe 
No. W4100 


Cast Iron Frame and Side Plates 
Cadmium Plated 


NUMBER LIST PRICE 
W4100 6.00 each 
2D4100 6.20 each 


